PHILIP MORRIS 

U.S.A. 

P.O. BOX 26603, RICHMOND, VIRGINIA 23261 TELEPHONE (804) 274-2000 

August 21. 2000 

Mr. William Daigle 
Tobacco Institute Testing Laboratory 
2 Taft Court, Suite 201 
Rockville, Maryland 20850 

Dear Mr. Daigle: 

Results for the Twenty-fifth Inter-laboratory Comparison Study are summarized below. The samples 
were analyzed for tar, nicotine, and CO using FTC methodology on a Filtrona SM400 smoking 
machine. All tar, TPM, nicotine, water, puff count and CO data are based on twenty ports of 
smoking. 
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Please feel free to contact me if you have any questions or concerns regarding this study. 
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